210    RECOVERY OF SODA FROM SPENT LIQUORS, the apparatus; Fig. 67, the front elevation; Fig. 68, a top
Fig. 66.
plan view; Fig. 69, a vertical section of a cylinder showing
Fig, 67.
the evaporating coils and separating chamher; Fig. 70 is a horizontal section; and Fig. 71, a vertical section of the